REGD . GOA.5 


PANAJI, 8TH DECEMBER , 1993 (AGRAHAYANA 11 , 1915 ) 


SERIES I No. 36 


. 


OFFICIAL 


POVERNMENT 


GOA 


OF 


GAZETTE 


GOVERNMENT OF GOA 


EXTRAORDINARY 


Demand -Charges 


Plus 


Energy charges 


Ps / Kwa 


GOVERNMENT OF GOA 

Power Department 


(b ) For billing demand 

in excess of con 
tract demand Rs. 
140 / - per KVA per 
month , 


Notification 

2 /20 / 86 -Power 
In exercise of the powers conferred by section 23 
read with section 51 A of the Indian Electricity 
Act, 1910 (Central Act 9 of 1910 ) , the Government 
of Goa hereby amends the Government Notification 
No. 2 / 20 / 88 -PS & WD dated 29th June, 1993 (here 
inafter called the " principal Notification ” ) , 
follows : 


Minimum charges : Monthly demand charges on 
billing demand plus energy charges for energy con 
sumed during the month . 


Note : ( a ) Lighting upto 10 % of the monthly 
energy consumption is allowed under EHTI tariff, 
for bonafide factory lighting purposes . 

Excess 
shall be chargeable at tariff LTC / commercial 
under A - 2 . 


In the Schedule to the principal Notification , — 

(i) under the heading General Conditions , in 
clause (5 ) , for the figures " 1 % " , the figures 
" 4 % " shall be substituted ; 


(b ) For staff quarters, rest / guest houses, street 
lighting in the colony situated separately from the 
main factory and when distribution lines , service 
lines, meters , etc., are permitted to be owned and 
maintained by EHTI.consumers , all energy consumed 
will be charged at Tariff LTD /Domestic under 
A - 1 ( a ) . 


(ii) under the heading " B - High Tension 
Supply " , after item 9 , the following item shall be 
inserted , namely : — 

" 10 EHTI / Industrial --- Applicable to bulk 
supply of power at 110 KV and above for indus 
tries , factories , water and sewage pumping and 
other industrial purpose as may be decided by 
the Chief Electrical Engineer . 


( c ) The power factor shall not in any case fall 
below 0.85 lagging . In case the power factor is 
found to be lower than 0.85 lagging , a surcharge 
at the rate of 0.5 % on the monthly bill correspond 
ing to demand charges and energy charges only 
shall be levied for every 0.01 by which the power 
factor falls below 0.85 lagging. In case the power 
factor is less than 0.7 lagging, the power supply 
to the installation is liable to be discontinued ." . 
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This notification shall come into force with effect 
from 1-11-1993 . 


(a ) Rs. 70 /- per month (a ) First 50,000 

per KVA of billing units 
demand upto con 

( b ) Next 50,000 
tract demand . 

units 
( c ) Next 1,00,000 

units 
( d ) All energy 

consumption 
above 2,00,000 
units 


145 


By order and in the name of the Governor of 

Goa . 


155 


T. J. Faleiro , Under Secretary ( Power ) . 
Panaji , 6th December , 1993 . 
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PRICE -0.50 Ps . 


